Message 


From: Daniel McCarthy [dmccarthy@admin.umass.edu] 

Sent: 2/28/2011 4:18:40 PM 

To: Lobik Stephen [slobik@facil.umass.edu] 

CC: Hanchett, James (DPH) [James.Hanchett@state.ma.us]; Dennis Garble! [dgarbiel@facil.umass.edu]; Steve Barrett 

[sfbarret@facil.umass.edu] 

Subject: RE: Morrill I DPH 

Steve, 


The zone carpenter, for now he could put up a tarp and divert the water. I'll forward this to Dennis. 
Dan 

Dan 


From: Lobik Stephen 

Sent: Monday, February 28, 2011 11:14 AM 

To: Daniel McCarthy 

Cc: Hanchett, James (DPH) 

Subject: Morrill I DPH 
Importance: High 


Dan, 

The DPH folks at Morrill I have a roof drain pipe leaking right now. Who would be the best person to contact to get out there? It is 
leaking in their evidence room. Please let me know. They have a work order in # 11-006685-000. 

Thanks, 

Stephen 


Stephen Lobik 
Capital Project Manager 
Facilities Planning Division 
University of Massachusetts 
(T) 413-545-6516 

(F) 413-545-3684 
slobik(5>facil.umass.edu 
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